BOROUGH  OP  PEMBROKE 


ANNUAL  REPORT  OP  THE  CHIEF  PUBLIC  HEALTH  INSPECTOR  ON  THE 
OFFICES  , SHOPS  _ AND_  ,RAI^¥^Y_  __PRE-MI_SES--  ACT , ,.,,1965  .. 

To:-  His  Worship  the  Mayor  and  Corporation 
of  the  Borough__of  Pembroke., 


Mr.  Mayor,  Ladies  and  Gentlemen, 


I have  pleasure  m submitting  herewith  my  Annual  Report  on 


the  Offices,  Shops  and  Railway 
1st  j'anuars^  1987s  to  the  31st 

(l)  The  following  table  shows 
the  various  types  and  the 
class  of  premises  made  : - 


Premises  Act,  1963*  for  the  period 
December,  196?  <> 

the  ■;  umber  o:C  premises  registered, 
numbers  of  inspections  of  each 


REGISTRATIONS 

AND 

GENERAL 

INSPECTIONS. 


Class  of 
premises. 


Number  of 

premises 

newly 

registered 
during  the 
year. 


Total  No.  of 
registered 
premises  at 
end  of  the 
year. 


Number  of 
registered 
premises 
receiving  one  or 
more  general 
inspections 
during  the  year. 


Offices.  8 

40 

21 

Retail  Shops.  3 

87 

46 

Wholesale  shops, 
warehouses.  - 

4 

1 

Ju 

Catering  estbs. 
open  to  the 

public,  canteens.  - 

7 

2 

Fuel  storage 

depots . - 

- 

- 

TOTALS . 11  138 

70 

TOTALS 


11 


9 


# (2) 


The  following  table  indicates  the  number  of  persons 
employed  in  each  type  of  premises  registered 


ANALYSI3  0?  PERSONS  . EMPLOYED 
IN  REGISTERED  _PREM I S,ES  ^ BY  , JYORSgPLACE  .. 


Class  of  workplace.. 

Number  of  persons  employed. 

Offices. 

160. 

Retail  shops. 

. ^ j "y  * 

Wholesale  departments, 
warehouses  0 

14. 

Catering  establishments 

open  to  the  public. 

10. 

Canteens. 

27. 

Fuel  storage  depots . 

- 

Total. 

530. 

Total  Males. 

210. 

Total  Females. 

340. 

(3)  During  the  period  under  review  no  applications  were 
received  for  exemptions  from  the  requirements  of 
Sections  5(2),  6,  9 or  10  of  the  Act  which  concern  space, 
temperature,  sanitary  conveniences  and  washing  facilities. 

(4)  No  prosecutions  were  instituted  during  the  period. 

(5)  Two  inspectors,  and  two  clerks  are  employed  in  the 
implementation  of  the  Act.  All  these  are  employed  on 
this  work  for  only  a small  part  of  their  time. 


I remain, 

Mr.  Mayor,  Ladies  and  Gentlemen, 
Yours  obediently. 


C.R.  SANDELL, 


Chief  Public  Health  Inspector. 


Sanitary  Department, 
Pembroke  Dock. 


28th  June,  1968 


- 


